BILL NO. S-71-08-/^ 


SPECIAL ORDINHNCE NO. S- ^ ' 7 / 

AN ORDINANCE approving contract with JOHN 
DEHNER, INC. for Sewer Resolution No. 197- 
1971, Rudisill Boulevard and Beaver Avenue. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 


SECTION 1. The contract approved August 11, 1971, betweer 

the City of Fort Wayne, by and through its Mayor and the Board of 

Public Works, and JOHN DEHNER, INC. for Sewer Resoltuion No. 197- 

1971, Rudisill Boulevard and Beaver Avenue, for construction of: 

MAIN LINE : Beginning at an existing manhole located 
at the intersection of Rudisill Boulevard and Beaver 
Avenue; thence Southwesterly a distance of 72+ feet 
to a point; thence South running parallel to Beaver 
Avenue and the Southerly extension thereof a distance 
of 857+ feet to a proposed manhole; thence East a 
distance of 532+ to a proposed manhole located on the 
Western terminus of Branning Avenue; thence South 
along the West edge of Southwood Park Addition, Section 
"A", a distance of 385+ feet, terminating at an exist- 
ing manhole located on the North line of Lexington 
Avenue . 

LATERAL "A" : Beginning at a proposed manhole # 1 on 
the main sewer; thence West parallel to the South line 
of Rudisill Boulevard a distance of 260+ feet to a 
proposed manhole; thence South along the West edge of 
Lots 15 and 39 in Wiebeck's Homestead Addition a 
distance of 397+ feet, terminating at a proposed catch 
basin at the intersection of Foster Parkway and Kimmel 
Drive. 

LATERAL "B": Beginning at proposed manhole #2 on the 
main line; thence East a distance of 347+ feet, 
terminating at a proposed inlet. ~ 

LATERAL "C" : Beginning at a proposed manhole #3 on 
the main line; thence Southerly a distance of 103+ feet, 
terminating at a proposed manhole on the existing” 

12-inch sewer. 

Said sewer shall be 13, 15, 30 and 36 inches in 
diameter. 


for a total cost of $63,694.85, all as more particularly set forth. - 
in said contract, which is on file in the office of the Board of 
Public Works and is by reference incorporated herein and made part 
hereof, is hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
offset from and after its passage and approval by the Mayor. 
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Read the first time in full and on motion by 7:^ seconded by 

and duly adopted, read the second time by title and referred 

( and to - the City - Bli an 
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■ Commioci o n for - 
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Date: 


V ~ Xif -If 


Read the third time in full and on motion by 


City Clerk 
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seconded by 


/t-< — (’-r >^ 


and duly adopted, placed on its passage. 


Passed 4i©6¥) by the following vote: 

AYES ^ , nays ^ , 
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Robinson 
Rousseau 
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Date 
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City Clerk 



Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning Map) (Gene.T^imAftftexatlon) (Special) (Approprlahioa) Ordinance (ftesoi^tteeft) No. 6 



Bill No. S-71-08-16 


REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We, your Committee on Public Works to whom was referred an Ordinance 

approving contract with JOHN DEMER, IMG, for Sewer Resolution Mo, 197-1971, 

Rudisill Boulevard and Beaver Avenue, 



CONCURRED IN 

DATE V - 7f FUAD G. BONAHOOM, CITY CLERK 


